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SUMMARY REPORT 
OF THE 

COMMITTEE ON WORKFORCE DEVELOPMENT AND AUDIT MEETING 

OF 

TUESDAY, OCTOBER 23,2018 


The agenda for the Committee on Workforce Development and Audit consisted of 
the following items: 


An agreement between the City of Chicago and the American 
Federation of State, County and Municipal Employees (AFSCME) 
Council 31 / PASSED 

A substitute ordinance amending Municipal Code Chapter 2-25 
by adding new Section 2-25-035 to establish the Office of Labor 
Standards SO2018-3286 / PASSED 


